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WIlQ©iP®aisg 

God in His infinite wisdom and mercy has taken from our midst our 
beloved and esteemed member 

Siikhdev Mathaudhu, P.E. 

Fellow ASHRAE 

Who as a former regional director was instrumented in increasing the 
Society’s growth by helping to establish chapters and student 
branches outside of North America; 

Who, as a chair of the International Committee, enlisted the 
participation of members residing outside North America by serving 
as the Society’s representative to many countries including those in 
the Middle East, Asia, Europe and Africa and earning him the 
Society’s John F. James International Award, which honors an 
ASHRAE member who has done the most to enhance the Society’s 
international presence; and 

Who furthered the Society’s efforts in energy conservation, occupant 
comfort and indoor air quality through engineering projects that 
received ASHRAE Technology Awards for outstanding achievements 
in innovative building design. 


BE IT THEREFORE RESOLVED; 

That the Board of Directors of the American Society of Heating, 
Refrigerating and Air-Conditioning Engineers at its meeting of 
January 13, 2002, observes the passing of Sukhdev Mathaudhu 
with great sorrow and that this official resolution be placed in the 
records of this Board of Directors’ meeting, and that a copy of the 
same be forwarded to the members of his immediate family. 
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